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6.35mm 'big'jack sockets. 



More analogue products, +videos, sounds, manuals @ www.analoguesolutions.com 



Check WWW.ANALaBUESDLUTIDNS.CaM FDR PICTURES, VIDEOS, SOUNDS, DOWNLOADS, ACCESSORIES (CASES, LEADS, POWER SUPPLIES, ETC.) AND FOR ANY NEW MODULES 





BD78 

CR78 style kick 
drum 



BD88 

TR808 style 
kick drum 



9 



12HP 

VCO, glide, 
PW, Sync 



12HP 

VCO, glide, 
PW, sub, sync, 



ECOI - ENVELOPE 



i 

-i 



12HP 

ASDR w/repeat 
& inverted o/p 



6HP 

ASR envelope 




12HP 
MIDI-CV 
5 outputs 



6HP 

MIDI to CV 
3 outputs 




BD99 

TR909 style 
kick drum 



VCO - RING WOO 



ft 

0 



12HP 

VCO, ring mod, 
sync, glide 



6HP 

VCLFO, 4 
waves & noise 


















'ft 




"1 

w 
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SD78 
CR78 style 
snare drum 



SD88 

TR808 style 
snare drum 



SD99 

TR909 style 
snare drum 



BD78 



RS88 



CG88 



CR78 style kick TR808 style rim TR808 style 



drum 



shot 



conga drum 



-# 



sre; - multimooe ntTERVCA 




If 

cutorr 



« 



6HP 

VCO. PW, Saw. 
Square 



18HP 

MS20 style multimode 
filter (LP/BP/HP)& VCA 



12HP 6HP 12HP 

Moog style LP Moog style VCF Two VCAs 
filter & VCA & VCA 



ru 
A • 

nj# 



ft 




DOM. OATE SEOUCNCEH 
^ 5 ^ 



3 ^ 7 ^ 



ALOaUC BOLUTtONB 



6HP 

LFO, triangle & 
square waves 



6HP 

Noise gen' & 
sample+hold 



18HP 

8 step CV & Gate sequencer 



18HP 

8 step, dual channel gate 
sequencer, & sequential seq' 



CVfNOTE* 




CVTRKJGtR 





mm 



10HP 

MIDI to Trigger, 
9 outputs & Acc 



10HP 

2 channel CV to 
MIDI 



10HP 



10HP 



MIDI to Binary / CV to Trigger 
clock converter 



22HP 

10x10 matrix 
panel 



12HP 

10x10 matrix 
panel 




TM88 

TR808 style 
tom drum 



01 



ft 
ft 
ft 
ft 



12HP 

Four signal 
attenuators 




12HPJoystick 
controller 





CB88 

TR808 style 
cow bell 



HH88 

2 TR808 style 
hihats 



• - 

ft 



6HP 

Ring modulator 



6HP 4HP 
Headphone 6 i/p unity gain 
amp & mixer mixer / inverter 



fti 

ft 
ft 

ft 
ft 



ft 

ii 

ft 



12HP Master & 6HP I/p channel, 
to create a large mixing 'desk' 



10HP 4HP 
Signal strength Two 4 way 
meter multiples 




CP88 

TR808 style 
hand clap 



4HP 

Mixer / inverter/ 
buffer 



6HP 

Blanking panel 



6HP 

2x 3.5/6. 35mm 
converters 



